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The Incline is 4750 feet long from St. Elmo 
at its base to the summit of the mountain. It 
is the steepest cable incline in the world, 
reaching a 72.7 per cent grade at one point. 


a 

[ POST CARD 

o 


PLACE 

STAMP 

HERE 




155 


The Incline Station at the Top of Lookout Mountain, Chattanooga, Tennessee 
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